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Message Text 


UNCLASSIFIED 
PAGE 01 STATE 060587 

21 

ORIGIN NEA-10 

INFO OCT-01 ISO-OO COME-OO TRSE-00 EB-07 /018R 

DRAFTED BY NEA/IRN:BBMORTON:AMF 
APPROVED BY NEA/IRN:CWNAAS 
COM/CAGNE:SLOUSTANAU (INFO) 

126007 

R 121647Z MAR 76 
FM SECSTATE WASHDC 
TO AMEMBASSY TEHRAN 

UNCLAS STATE 060587 

E.O. 11652: N/A 

TAGS: BEXP, IR 

SUBJECT: HOSPITAL CONSTRUCTION PROGRAM 
REF: TEHRAN 2524 

1 . WE HAVE INFORMED MEDICORP OF SUBSTANCE OF REFTEL. IN 
ORDER TO ENSURE GOI IS AWARE THAT WE TAKE ISSUE AS SERI 
OUSLY AS BRITISH, SUGGEST EMBASSY ARRANGE TO MAKE JOINT 
APPROACH WITH BRITISH AMBASSADOR TO MINISTER OF HEALTH AND 
SOCIAL WELFARE OR TO FOLLOW UP WITH HIM QUICKLY AFTER 
BRITISH CALL. 

2. APPRECIATE ANY INFORMATION YOU CAN PROVIDE ON FRENCH 
REACTION TO TREATMENT OF ITS FIRM. INGERSOLL 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 12 MAR 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE060587 

Document Source: CORE 

Document Unique ID: 00 

Drafter: BBMORTON:AMF 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760095-0424 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19760365/aaaacfip.tel 

Line Count: 45 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN NEA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 TEHRAN 2524 
Review Action: RELEASED, APPROVED 
Review Authority: wolfsd 
Review Comment: n/a 
Review Content Flags: 

Review Date: 1 2 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <12 JUL 2004 by vandyklo; APPROVED <24 AUG 2004 by wolfsd> 

Review Markings: 
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Declassified/Released 
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EO Systematic Review 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: HOSPITAL CONSTRUCTION PROGRAM 
TAGS: BEXP, IR 
To: TEHRAN 
Type: TE 
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